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FORx-JN BROADCAST INFORMATION L .iVICE D/FBIS Chrono 

P. O. Box 2604 
Washington, D. C. 20013 


24 July 1985 


STAT 


I vfas saddened to learn of the loss of your father, and want 
you to know that you have my deepest sympathy. 

If I can be of help in any way, please do not hesitate to let 
me know. 


STAT 


Director 


STAT 


DDS§T/FBia 


(24Jul85) 
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ROUTINQ and transmittal .JP 22 July 85 



STAT 

STAT 

STAT 

STAT 


STAT 


X received e cell this rooming from ELAAD secretery 



no MOT UM thh fbnn •• • RECORD of appravtlSi concurtoocot, dispoaolSt 
ciMrancM, oml Mmilar octlons 


mOM: (NMMk Off. tymbot, Acwiqr/Poat) 


Room No. ^klg. 

C/ELAAD 


Phono No. 

1041-102 

★ U.S.Q.P.O.: 1983-421-529/320 
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DO NOT UM this foim as a RECORD of approvals, ooncurrsncas, disposals. 

daaraneas. and similar actions 


raOM: (Namsk org. symbol, Agoncy/Fost) 


BMl-102 




> U.S.O.P.O.: 1Ma-42l>529/320 


Room No.->Dldg. 


Phono No. 


OPTIONAL FORM 41 (Rov. 7-7«) 
pSSStNt <% 101-114W 
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